Subject: Delivery Status Notification (Delay) 
From: Mail Delivery Subsystem 
Date: 03/04/201 7 01:26 PM 
To: lparker@sanpedrobid.com 


Delivery incomplete 

There was a temporary problem delivering your message to 

debbie.luttrell@avisionyoung.com. Gmail will retry for 22 more 
hours. You'll be notified if the delivery fails permanently. 

LEARN MORE 


The response from the remote server was: 

The recipient server did not accept our requests to connect. Learn more at 
https://support.google.com/mail/answer/7720 [avisionyoung.com 141.8.225.31: timed out] 


Reporting-MTA: dns; googlemail.com 
Arrival-Date: Thu, 02 Mar 201 7 1 2:23:50 -0800 (PST) 

X-Original-Messaae-ID: <CA+-7ope 9a+EA32Hw95NGMq8coJy1SMLztho7U 3t=1 w6MnCkQ@mail.amail.com> 

Final-Recipient: rfc822: debbie.luttrell@avisionyoung.com 
Action: delayed 
Status: 4.4.1 

Diagnostic-Code: smtp; The recipient server did not accept our requests to connect. Learn more at 
https://support.aooale.com/mail/answer/7720 

[avisionyoung.com 141 .8.225.31: timed out] 

Last-Attempt-Date: Sat, 04 Mar 201 7 13:26:40 -0800 (PST) 

Wi 1 1 -Retry-U nti I : Sun, 05 Mar 201 7 12:23:50 -0800 (PST) 


i— ForwardedMessage.eml — 

Subject: For Immediate Release - Molina Healthcare is Coming to San Pedro 
From: Lorena Parker <lparker@sanpedrobid.com> 

Date: 03/02/2017 12:23 PM 

To: Lorena Parker <lparker@sanpedrobid.com> 

BCC: debbie.luttrell@avisionyoung.com 


